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3.28 ( a X 1 ) 
PRIMARY ENCLOSURES. 


Section 3.28(a)(1) Primary enclosures; Primary enclosures shall be stmcturatly sound and maintained in good repair to 
protect the guinea pigs and hamsters from injury. Such enclosures, including their racks, shelving and other accessories, 
shall be constructed of smooth material subs^ntially impervious to liquids and moisture. 

In room D210 the first enclosure rack on the right side of the room has the top enclosure missing the metal rim around the 
enclosure hole to the automatic water. The plastic around the hole appears to be chewed and the sur^ce is rough. The 
enclosure was replaced during the inspection. 

Corrected during the inspection. 


3.31 ( a ) 
SANITATION. 


Section 3.31(a) Cleaning and sanitation of primary enclosures: Primary enclosures shall be cleaned and sanitized often 
enough to prevent accumulation of excreta or debris. 

In room D2ip there was one enclosure housing six guinea pigs that had an excessive accumulation of excreta in the 
bedding material. There appeared to be as much excreta as bedding. The guinea pig enclosures are not scheduled to be 
changed until tomorrow. Prior to this inspection five guinea pigs had just been removed from an enclosure with wet caked 
bedding to a clean enclosure. However, the six guinea pigs were still in the dirty enclosure. The six guinea pigs had their 
enclosure changed during this inspection. The enclosures need to be cleaned often enough to prevent an accumulation of 
excreta. 

Correct by November 23, 2005. 
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